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A Redescription of Thermocyclops uenoi (Crustacea, Copepoda). Mirabdullayev I. M., Ueda H. — 
Thermocyclops uenoi Ito, 1952, a poorlyknown groundwater species is redescribed based on the materi- 
als of collection Dr. T. Mizuno. A key to Japanese species of the genus Thermocyclops is provided. 


Key words: Copepoda, Thermocyclops uenoi, groundwater fauna, Japan. 


IIepeonucanue Thermocyclops uenoi (Crustacea, Copepoda). Mupadnzyanaes M. M., Yana X. — Thermo- 
cyclops uenoi Ito, 1952, ManloM“3BecTHBIM NOJ3eMHbIM UMKION, WepeomucaH NO MaTepvalaM KOJWIeKUMM 
T. MuntyHo. CoctapieHa ramya WIA olpezeseHua BUAOB pona Thermocyclops dayHbl Anonn. 


KaoueBble ci0Ba: Copepoda, Thermocyclops uenoi, cbayHa TpyHTOBbIX BOL, ANOHMA. 


Introduction 


Genus Thermocyclops Kiefer, 1927 is one of the most important among Cyclopidae. Its representatives 
inhabit various biotopes of various continental waterbodies, often dominating plankton communities. 

There are 3 species of the genus Thermocyclops known from Japan: Thermocyclops taihokuensis Harada, 
1931, T. crassus (Fischer, 1853), T. uenoi Ito, 1954 (Ito, Miura, 1973; Ueda, Ishida, 1997). 

The last species was first described by Ito (1952) from a well in Sashiki Town, Kumamoto Prefecture, 
Kyushu. It is one of the most poorly known species in the genus. Subsequent records of this species were 
made only from a well in Sasaguri Town, Fukuoka Prefecture, Kyushu (Ito, 1957) and from wells in To- 
mogashima Island in the Seto Inland Sea, Wakayama Prefecture (Mizuno, 1957). Dr. T. Mizuno kindly 
gave one (HU) of us all his samples that he collected during his study. We found T. uenoi in his collection 
from Tomogashima Island and redescribe it in this note. 


Material 


Ten females and 3 males from a well in Tomogashima Island, Japan. 21.11.1954. Mizuno’s collection. 
All drawings have been made using a camera lucida. Designation of furcal setae are given according Dussart 
and Defaye (1995). 


Results 


Thermocyclops uenoi Ito, 1952 (fig. 1—24) 


Female. Body length 950—1100 um. Body widest at cephalothorax (fig. 1). Lat- 
eral sides of fifth toracic somite without ornamentation (fig. 2). Genital somite about 
as long as wide. Well developed lateral wings of receptaculum seminis slightly curved 
posteriorly (fig. 2). Anal somite with well developed operculum and 2 groups of 12— 
16 spinules on posterior ventral margin (fig. 3—4). 

Furcal rami 3.5—4.3 times as long as wide, with 4 groups of hairs on inner sur- 
face (fig. 4). Implantations of Me and Te furcal setae not provided with spinules. Me 
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Fig. 1—4. Thermocyclops uenoi, }: 1 — habitus; 2 — last thoracic and genital somites; 3 — furcal ramus ven- 
trally; 4 — furcal ramus dorsally. Scales: 100 um. 


Puc. 1—4. Thermocyclops uenoi, }: 1 — radutyc; 2 — nmociteqHui TOopakasIbHbIi M TeHUTaIbHbIM CerMeHTHI; 
3 — dypka c 6pIomHoñ cTOpOHbI; 4 — dypKa co cMMHHOM cTOpoHbi. Macuira6: 100 MKM. 


is situated at 69—70% of length of furcal rami. Ti about as long as furcal rami and sig- 
nificantly longer than Te and Sd furcal setae (fig. 4). Tips of Tmi are straight. 
Antennules relatively short, reaching the middle of second thoracic somite, 17- 
segmented, armored as follows (segment number in Roman numerals, setal number in 
arabic numerals, sp = spine): 1(8)—I(4)—IH(2)—-IV(6)—V(4)—VI(1+sp )—VII(2)— 
VIIIC )-IX(1 )—X(0 )—XI(1 )— XII (1 +aesth )—X TIT (0 )—XTV(1 )—XV(2 )—X VI(2+aesth )— 
XII(8+aesth) (fig. 5). Last antennular segment about as long as the penultimate seg- 
ment. Lateral setae of the last segment is situated at middle of length of the segment. 
Aesthetasc on 12‘ segment long, protruding beyond distal margin of 14'" segment. Last 
and penultimate segments bear hyaline membranes. Basipodite of antenna bearing 
3 setae. Its ornamentation as on figures 6, 7. There are rows and fields of tiny spinules 
on caudal side of basipodite. The endopod is 3-segmented. Its first segment is armed 
with 1 outer seta at midlength and bears a row of spinules at the outer margin. Second 
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Fig. 5-11. Thermocyclops uenoi, }: 5 — antennule; 6 — antenna, frontal side; 7 — basipodite of antenna, caudal 
side; 8 — mandible; 9 — maxillule; 10 — maxillular palp; 11 — maxilla; 12 — maxilliped. Scales: 50 um. 


Puc. 5—11. Thermocyclops uenoi, }: 5 — aHTeHHylla; 6 — aHTeHHa, (POHTaIbHad CTOpoHa; 7 — 6a3MNOLUT 
aHTeHHBI, KayasibHad CTOpoHa; 8 — MaHaMOya; 9 — Makcusiyna; 10 — MYyNAK MAaKCHJIYJIbI; 11 — Makcnuia; 
12 — maxcummnenbi. Maciurao: 50 MKM. 


segment of antenna bearing 9 setae and third segment bearing 7 setae terminally and 
row of spinules on outer rim. 

Morphology of mandible and maxillule as on figures 8, 9. Maxillulary palp bearing 
tiny spinules on outer side (fig. 10). Maxilla with praecoxa, coxa, basis and 2- 
segmented endopod. Shortest seta of movable endite of coxa is 0.7—0.8 times as long 
as the longest seta (fig. 11). Maxilliped with syncoxa, basis, and 2-segmented endopod 
(fig. 12). Length ratio between two shortest setae is 1.20—1.25. 

Thoracic legs with 3-segmented rami. Spine formula of exopodis P1—P4: 2.3.3.3; 
setae formula: 4.4.4.4 (fig. 13—16). Inner margin of P1 basipodite with long seta reach- 
ing Plenp3. Inner margins of P1—P3 basipodites bearing setules, these of P4 devoid of 
setules but bearing tiny spinules on caudal surface. Connecting plate of P1 with 
smooth surface. Connecting plates of P2—P4 bear long spinules on caudal surface. 
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Fig. 13—14. Thermocyclops uenoi, }: 13 — P1; 14 — P2. Scale: 100 um. 
Puc. 13—14. Thermocyclops uenoi, }: 13 — P1; 14 — P2. Macurta6: 100 MKM. 


Connecting plates of P1—P3 bearing low rounded prominences armed with 3— 
7 spinules. Coupler of P4 without prominences but bearing at its place 3 spinules on 
frontal surface. Inner spine of P4enp3 slightly shorter than the segment and 1.4— 
1.6 times longer than outer spine. 

P5 of morphology typical for the genus Thermocyclops (fig. 2). Inner spine of sec- 
ond segment of P5 1.5—1.6 times as long as outer seta. 

Male. Body length 860 um. Anal somite with well developed operculum and 
many spinules on posterior ventral margin (fig. 18). Furcal rami 4.3 times as long as 


Table 1. Data of measurements of Thermocyclops uenoi 
TaOauua 1. Ocnosamne npomephi Thermocyclops uenoi 


D ito, 1957% 
ata : : . 
min-max min-max 
Body length, um 950—1100 1040 750—1200 1200—1290 
Caudal rami L/W 4.00—4.30 4.19 3.50—4.60 3.70—4.10 
Ti/caudal rami L 0.90—1.02 0.95 
Ti/Tmi 0.26—0.28 0.27 0.25—0.31 
Ti/Te 0.35—0.38 0.36 0.36—0.39 
Ti/Te 1.36—1.54 1.45 1.30—1.80 1.40—1.50 
Ti/Sd 1.62—1.84 1.62 1.59—1.80 
P4enp3 L/W 2.33—2.60 2.46 2.00—2.70 2.10—2.50 
P4enp3 med.sp/L 0.87—0.96 0.93 0.88—0.95 0.89—1.00 
P4enp3 med.sp/lat.sp 1.38—1.55 1.46 1.40—1.80 1.40—1.50 
P5 med.sp/lat.seta 1.50—1.59 1.53 
* n=10 


** n=5 
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Fig. 15—16. Thermocyclops uenoi, }: 15 — P3; 16 — P4. Scale: 100 um. 
Puc. 15—16. Thermocyclops uenoi, }: 15 — P3; 16 — P4. Macinta6: 100 Mk. 


wide, with smooth inner surface. Implantations of Te furcal setae provided with 
spinules. Tips of Ti strongly curved ventrally (fig. 17). 
Antennules as on figure 19. Endopodite 2 of antenna bearing 8 setae (fig. 20). 
Connecting plate of P4 bearing spinules on frontal and caudal sides (fig. 21). In- 


Fig. 17—24. Thermocyclops uenoi, {: 17 — habitus; 18 — furcal ramus ventrally; 19 — antennules; 20 — endo- 
podite 2 of antenna; 21 — connecting plate of P4; 22 — P4enp3; 23 — P5; 24 — P6. Scales: 17 — 100 um; 18, 
23, 24 — 50 um;20, 21, 22 — 25 um. 


Puc. 17—24. Thermocyclops uenoi, {: 17 — radutyc; 18 — dypKa c OproOlIHOM cTOpoHb; 19 — aHTeHHyua; 
20 — ƏHIONOJMT 2 aHTeHHbI; 21 — coeqMHUTeIbHad MWiacTHHKa P4; 22 — P4enp3; 23 — P5; 24 — P6. Mac- 
wra6: 17 — 100 mx; 18, 23, 24 — 50 MKM; 20, 21, 22 — 25 MKM. 
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ner spine of P4enp3 1.6 times longer than outer spine (fig. 22). Inner spine of second 
segment of P5 slightly longer than outer seta (fig. 23). Inner spine of P6 1.4 times 
shorter than outer seta and about twice as long as outer seta (fig. 24). 

The biometrical data are given in table 1. 


Discussion 


Morphology of specimens mainly studied corresponds to description given by 
Ito (1952, 1954). However specimens from Sasaguri Town determined by him as 
T. uenoi (Ito, 1957; Ito, Miura, 1973) differ from specimens studied by us. Females 
from Sasaguri Town have additional row of setules on caudal side of connecting plate 
of P4 (Ito, 1957: fig. 56), males have innermost spine of P6 shorter than the medial 
seta (Ito, 1957: fig. 63, 65). 

Thermocyclops uenoi belongs to the Thermocyclops schmeili species group. Thermo- 
cyclops uenoi is probably most close to Thermocyclops operculifer Kiefer, 1930, differing 
by hairy furcal rami, longer spine-like seta on inner margin of basis of P1, relatively 
longer Ti furcal seta. 

Thermocyclops uenoi is easely distinguished from congeners from Japan by hairy 
furcal rami and by morphology of connecting plate of P4. 


Key for determination of the Thermocyclops species of Japan 
Kmo mia onpenenenna BHAOB poaa Thermocyclops n3 Anonnn 


1. Female furcal rami with hairs on inner surface, P4 connecting plate without prominences. .......... 
PEENE EEEE EEEE EEE AA ENEE sab bevessvedeae becdiinndbandesusdesedladecstaas ceendesuvdedeeendecesans Thermocyclops uenoi 
= Furcal rami with smooth inner surface, P4 connecting plate bearing rounded prominences armed 
RAL DTA l AE E E NE E E N SE TEAN A A A AEA 2 
2. Tips of Tmi strongly curved, lateral wings of receptaculum seminis not curved posteriorly. .... 
dad dis ode la cache Zig es eo E buds Was ge ad acta’ obecea val ean Ta dackevidaveedead ceo teN ae auaes tov ie deen Thermocyclops crassus 
= Tips of Tmi straight, lateral wings of receptaculum seminis curved posteriorly. .................c000000000 
ged idaeecaus aed (a used tan thas E Soecev eet htedeate users Thermocyclops taihokuensis 
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